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V. Obfervations of the Occultation of Mars 
hfthe Mooiij Od. 7. 1736. commmkated 
to the Royal Society. 

I. jin Obfervation of the Occultation of Mars kj the 
Moon, 0£t. 7. 173^- made by Mr. Geo. Graham, 
F. R. S. in Bleetftreet, London, with a RefraBing 
Telefcope of 12 Feet. 

OEioher 7th, the firft Contaft could not be fcen for 

Clouds. 

Apparent Time. 

H. M. S. 
At 14 24 44 Mars appeared about half covered, 

but a diftinft View could not be 
had for flying Clouds. 

14 2jr 21 Mars totally covefd, the laft Ray 

of Light being then loft. 

15 II 22 The Moon appeared, but Mars was 

not feen, no Part being yet 
emerged. 
'^5 \5 3:1 I judged it was quite emerged, but 

Clouds prevented the Moons 

Limb from being diftinftly feen. 



s. Jim 
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2- An Obfervatioii of an Occnltatlon of Mars by 
the Moon, /V^Govent^ Garden, 1736. by J. Bevis, 

BEfore the Eclipfe, I took feveral Differences of 
Right Afcenfion and Declination between c? 
and ^ Tifcium, for afcertaining the true Place of 
Mars: As alfo feveral DifFerences of Right Afcenfion 
and Declination between the Moon and Mars, before 
and after the Eclipfe, which 1 flhall give another Time; 

OBob. 7. T. M 

Apparent Time. 

H, M. S. 

14, 24 10 I was furpriz d to fee ilf^rj continue 

quite round, though hardly, to Ap-^ 
pearance, disjoined from the fcabrous 
Edge of the Moon y but that Inftant 
I.thought it began to lofe its Figure. 
Clouds. 

14 If %6 The Moon ilione out bright again, but 

Mars was intirely vanifli'd. 
i^ 14 46 The Moon being juft clear of a Cloud, 

I faw Mars partly emerged. 

15 14 4p He feem'd juft half out; then Clouds 

came on again, fo that I faw not the 
final Contad. 
The M?^;^'s Diameter was 21,1 f; Parts of the Mi- 
crometer and its illnminated Part pafs'd over the. 
horary Thread in 2 Minutes, 3 Seconds. 
I am certain of the Time to 2 or 3 Second: 



kw> 
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